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Dear Sids 


Reference is made to GHC Doc. No. 151X5.837 dated 19 November 
1957 which was designed to bring the 3-Channel Data Reduction spares 
program up to date. 


This proposal has been reviewed by Customer No. 3 and approved 
for their requirements subject to the changes set forth in the 
enclosure hereto. However, they point out that the mmber of Fiy- 
Avay Kite reccomended in paragraph two of the proposal is not 
adequate to cover FOG requirements if one Fly-~iway Kit is to be 
previded for each deliverable rack. 


FOG's present requiresent for J-charmel read-out racks is as 
follows: 


s 8 8 © 8 F 
Lb b& & @ 2 2B 


If you concur that the above quantities are correct, approval 
to procure one FAK for each FOG rack as set forth above, subject to 
the changes requested in the enclosure hereto, is granted. For your 
information the lists are now being reviewed by Customer No. 1 with 
a view toward making the same deletions in ite listings in order to 
keep the lists uniform. 


Sincerely, 
Den 
Enclosuret 
Deletions from FOG'sa FAK Liate 
Distribution: ete 
= pOcUME — 
oe a NO CHANGE UN GLASS. 
DECLASSIFIED 
73 ~ 4-101, Section H.5.0. Last, CHANGES TO: TS S G 
a Project Chrono NEXT REVIEW DATE: -__ 2 O22 
AUTH: HA, 19-2 
LMW:lmw (12/2/58) pate: ft Zneviewen:.. 064540 
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: FAK listings I~, 
With the exception of the deletions listed below, , 
YB, beet) 17, and Depot Spares List I are approved for Customer 


Nuaber 3's requirenents » 
diam Bes. ME Muber 
Eauiomant List 3-4 
bv MP-20419 7, Delete from List I-A 
ae MPW20413"" Fr 
a ge : 
nn”, NP-55028- . a 
ed -igy Lad Oa « * eee 
23 WML TBAK \} 
/ et « 
A . o s 
HP ni, 5040 
ie MP wl, 5026 : 
a MP ad, 5090 : 
30", WO : 
3” Weak5015 : 
32° MP1O9 SA 
STV P= 904,51 
9° MP~30024.~ 7 
457 MP nf 5033 
Ruuloment dist I-38 Delete from List I-B 
2’ MP-68025 : 
5Y MEWS 5035— : 
& MP255028 : 
10 HP-57027 : 
16" pnd, 5028 * 
17 MP=A5030~" . 
oa MP=304 51 . 
26 HP--30496 * 
Kanicmant. List T-8 Delete from Liat 1-6 
a MP5 5035 * 
a 1027 : 
15 MPLT344 : 
7. 
19” NP aa . 
2’ MPA7324 : 
a WP 5011 : 
ae HP. 90452 : 
xu Wend, 5033 
Kauiumant Liat tt Delete fron List T-F 
2 MP§6025 : 
a MP~2D419 


ine MPW55035— 
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Ww MP-55028, Delete from List I-F 
a wi : 
18 q 

20°" MP-/,5028 ” 2 
me MP, 5090 “ " 
ane 7. Ls al 
23" HP, 5032” : 
25" we n 
2B MP=304 511 : 
33 MP4 5137 © ‘ 
35.- MPa, 5045 

Euuioment List % 

aa MPa61062 ~~ Delete from List ¥ 

6 ee ’ 

a me BLOAY “ 

9 z wy-62053 Ld 
12 HP-68025 . 
15°" MP.68022 . 
2B. MP=20419-" 2 
ae MPo20413 ~~ : 
Be 
3607 MP..60048- ys 
37 HP60036 2 
38°" MP.-60044 : 
40 MPW60057 ~~ zg: 
42 vw . 1 sf 2 
6 MPW55035 — ‘ 
62 MP , » 
65" MP=55028 : 
68. WP57027 © 2 
7: al HP./ ® 
so MPi,506) 
2" HPwt, 5026 : 
ga" MP =i,5040 . 
aL MPA 73.24 
ese MPs, 5026 
86" MP-45030 2 
oY MPat5092~ . 

v MP5011 2 
92" WPM, 5015 : 
5 ae MP=109 54, - 
a7 MPW30269 : 

103 uw MP.’ a” * 
v MP=3036? ~ . 

136" HP=30512 * 

15” MP=30342 : 

157” MP~30496— 

168" MPW61056 A 

163" MP=45045 . 


74 MP @l,5033 
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